From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Monday, October 03, 2011 10:04 AM 
Rubin, Alan (DPH) 

RE: equipment list 


I do have it, sorry. Thanks 


From: Rubin, Alan (DPH) 

Sent: Monday, October 03, 2011 10:00 AM 
To: Nassif, Julianne (DPH) 

Subject: RE: equipment list 

Hi Julie, 

I sent this to you Friday morning. Let me know if you did not receive it, I’ll try again or bring you down a hard copy. 
Alan 


From: Nassif, Julianne (DPH) 

Sent: Monday, October 03, 2011 9:26 AM 
To: Salemi, Charles (DPH); Rubin, Alan (DPH) 

Subject: equipment list 

Hi, 

Just a reminder to complete the equipment inventory. 
Thanks, Julie 


Julia i/u/ve Nassif 


Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 


617.983.6651 (voice) 617.983.6662 (fax) 
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